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INTRODUCTION 



We congratuiqie you on choosing an ART 4x4 Power Distribution Unit. You will find that they hove bi@^n deagned for 
fi«r^ttSei the tplii«t tStJv)9tii^ iW^p^ design of fheise unitsi Plects;« te^ alt 

tnsiructiiDns cdrefolty before operiiting. 

All 4X4 Miltil^s {Power Base, Smart Power and Power Sfation) Feature: 

« Front-Mounted Circuit Breaker Reset Switch 

• Surge 8t Spike Protection 

• EMI & RF1 Filterifig 

• Unique "4X" Distribution on the Back- Four of the Ei§[ht Rear Switched Outputs are wider for Wal) Wort Devices 

• Total Power Capacity of 1 800 watts 

• Rugged All-Steel Chassis Occupies 1 u Rock Space 
Smart Power (SP) ttdds: 

• 2 Front Shock-Mounted Light Posts 

• Backlit Linear Meter to Monitor Input Voltage 

• SepoTOte Of\f©ff Light Switch 

• Adjustable Dimmer Dial 

Power Station (PS) has all SP features, and adds: 

• Bdckttt Atnmeter to Monitor Load Current 



The 4x4 POWER DISTRIBUTION UN lis protect your delicate electronic equipment vyith a high voltage varistor (MOV) 
sypgf en|#Bnsientsupfir^ supfpces?a<?i't? #?c?wft f e^gpoMj^^ In less fhsrt ft neno^ic&nd, clomping 

transient voltages to safe levels. 



OPERATION 



MAXIMUM LOAD 

The efgiht circuit briSaker prieslected outlets are rated at 8 amps, which is equivalent to 1800 watts at 240 volts, ff the 
total load on the 4x4 POWER DISTRIBUTION UNIT's outlets (and rack lights on the SP & PS) exceed 8 amps, the circuit 
breaker will trip, cutting off power to your rack. If this happens, reduce the lood by unplugging one or more units from 
the 4X4 POWER DISTRIBUTION UNIT. Then posh the circuit bt^kef buft<jn in to reset it. 

LAMPS (SP & PS) 

The 4x4 POWER DJSTRIBUTION UNIT'S lamps pull out easily dnd miaybt cfihffed fij praiv5d& the best flfufnfrtttii^rr for ySur equipment 
Each lanip is supplied with a 7-watt night light bulb. Replacements are reodily available ot most hardwcirc stores, or wherever 
household light bulbs Ore sold. Adjust the DIMMER control for the desired brightness. The lighis do not turn off outomaticail/ v/hen 
the tubes are pushed in, so be sure to switch the RACK LIGHTS switch to the OFF position before pushing in the tubes. 
CAUTION-SLTRN WARNING: The caps hdc/ light tubes become hot during normal operation. Avoid burning your fingers by allowing the cop to cool 
completely before unscrewing if. Do not push tliu lubes in while fhecaps^ are vnscrevved. if you findthat the hsfit frnnth^ tubes i$ exces^K«; r^duce'th^ 
setting of the Dimmer control, or substitute a 4 -Watt bulb. 



BULB REPLACEMENT (SP & PS) 

Bulbs are easily replaced without removing the unit from the rack. Simply unscrew the cap on the end of each light tube, 
remove the old bulb and replace. 

POWER SWITCHES 

The: 4x4 K^VWER DISTRIBimON UNIT hos o master POWER switch for the rear outlets as well as the lights (SP & PS). 
This switch glovra when the unH is on, 

Warnings 

1. All operating instructions should be read before using this eq^uiprtient. 

2. To prevent the risk of electrical %h@ek, do not remove the ds^isi' of the fed cfe. there ars no user-serviceahb parts In^^Qi Pfease 
If^fer servicing to a qualified sisrvice technic'tan. 

3. Db not expose this unit to heat sources such as radiators, stoves, or other items that generate excessive heat. 

4. This unit should be cleaned only with a damp cloth, audio solvents or cleoning detergents. Do not get moisture inside the ufliit. 

5. When moving this equipment, it should bs placed in its original carton ond packing, to reduce the risk of damage in transit, 

WARRANTY AND SERVICE INFORMATION 

iimftef/ Wmranty 

Applied Researdi and Technology will provide warranty service for this unit tn accordance vt^th the following warranty stotemenl: 

Applied Research and Technology (ART) warrants to the original purchaser that this proilucfis free fi^m defectli in Workmanship ^^d^^ 
materials for a period of one year from the date of purchose. ART Will, without charge, repair or replace, ot its option, defective 
product or component parts upon prepaid delivery to the factory service department or an authorized service center, accompanied by 
proof of purchase date in the form of a valid soles receipt, 

DtCLUSIQNS: This warranty does not apply in the event of rnisuse or abuse of the product or as a result of unauthorized alterations or 
refiairs* This worrtrnty is void if the serial number is altered^ defaciBd or rerhOved. 

ART reserves the right to rnakechongcs in design and make additions Or improvements upon tMs product without ctny obligiitipn to 
install the same on products previously manufactured. 

ARTshould not be lioble for any consequential damages, including without limitation, damages resulting from the loss of use. Some 
states efo not allow limitation of incidental or consequential damages, so the above limitation or exclusion may not opply to you. This 
warranty gives you specific righ^ end you may also hove other rightsi which vary, from ^toteto state. 

For products purchased Outside the United States, service vrftt be pfdVided b^ on authorized dj&ti'ifaulor of Applied H^edrteh opd 
Technology products. 

SERVICE 

The folfOVring infOfmttfloh feprovided in the unlikely event that your unit requires service. Use this procedure to return units ih the 
Urtited $tj9til^ 0nly. For service outside the United States, piease contact your authorized ART distributor. 

1 ) Be sure the unit is the cause of the problem, Check to mqk^ sure the unit hos power aypplied, all cables are connected correctly, 

and the cables themselves ore ih working cohditiori. 

2) If you find the unit to be at fault, write down a description of the problem, including how and when Ihe problem occurs. 

3) Call the factory for a Return Authorization (RA) number. 

4) Pock thW uriit in its original carton or reasonable substitute. The packing box is not recommended for a shipping carton. Put the 
packaged unit in another box for shipping. Print the RA number cleorly under the addre$S. 

5) Include with your unit: q return shippirvg address (we cannot ship to q P,Q, ^s^i^l, a cppy of your purchase receipt, a daytime phpne 

numfber and the description of the pr^obtem' 

6) Ship the unit to: 

Applied Research qnd Technology 
'S1#tiiwtiiSftf Stifeet 
Rochester, NY 14608 
Attn: Repair Department 
R.A.# 



7] Contact our Customer Service deparimei^t of (583) t3&T^^2^:^f ^oiur i^tum Authorization number or questions ee^ccrMing you^ 
repair. Customer Service hours orei Monday through Friday 9:Q0AM to StOOPM Eastern time. 



